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the degree of Master of Science.) 

An analysis demonstrating a method by which the criterion 
for stability of a compressor system may be expressed in a sim- 
plified form was shown to be applicable to investigation by 
means of an hydraulic analogue. 

The required experimented, hydraulic set-up was designed 
and constructed. An initial investigation of the characteris- 
tics obtained by several selected impeller modifications was 
carried out. The data obtained indicated poor pressure re- 
covery characteristics, which prevented operation in the unstable 
range. 
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I I . Introduction 



It is well known that if at any fixed speed of a compressor, 
either axial or centrifugal, the flow is reduced by throttling 
the outlet, then a point is eventually reached at which a complete 
breakdown of the airflow occurs . In most cases an actual reversal 
of airflow through the compressor takes place. Sometimes the 
phenomena occurs gradually in the form of mild bubbling, but more 
often the occurrence is violent and is of .such a magnitude that 
the compressor may be endangered. In most centrifugal compressors 
the flow reversal which takes place stops rapidly, the performance 
recovers, and a second surge occurs if the throttling is not 
reduced. The frequency of the individual surges varies’ accord- 
ing to the amount of throttling and many other conditions; it 
may be only one isolated occurrence, which would indicate that 
the working point was just, but only Just at the surge point, 
or it may take the form of a rapid series of surges indicating 
that the working point is beyond the surge. Normal performance 
of the compressor may be restored by reduction of throttling. 

In order to better understand the phenomenon it is a help 
to have available seme typical performance curves for a com- 
pressor of this type. Figure 1 is a plot of volume delivery Q 
in cubic feet per minute versus the delivery pressure and the 
compressor tip speed is contained as the parameter. Examining 
this figure it can be seen that the curves for different tip 
speed all end on the dotted line known as the surge line which 
occurs at or just before the maximum pressure occurs . It 
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follows then, that any one machine is good for only a certain 
range of flow, namely from the surge point to the critical 
flow point. 

The elements of surge can be explained in the following 
manner. If surge could be prevented and the performance curve 
extended to a zero delivery flow, it would be as shown in the 
dashed extension of Y feet per second tip speed in Figure 1, 
the pressure reducing below the maximum as the flow delivery 
approached zero. Suppose the compressor to be operating at 
the surge point and consider the effect of some transient 
variable such as a speed fluctuation or a rate of change of 
flow to occur. Then instantaneously the compressor may be 
required to deliver a flow below the surge limit, a point such 
as A where the pressure produced p^ is less than the pressure 
p g at the surge point. Examining these conditions, it is seen 
that there is a considerable volume on the discharge side of 
the compressor already at pressure p and acted on at the dis- 
charge area only by pressure p^. Backflow from the delivery 
to the suction side of the compressor will occur. For this 
to occur, the rate of delivery must pass through zero before 
the flow can reverse, hence the pressure of delivery will 
travel along the dashed line until point B is reached. The 
delivery volume then blows down to pressure p„. Forward flow 

a 

through the compressor begins at , the pressure p c being 
equal to p_. This flow rate is in excess of the demand Q 

D S 



and the flow rate hence backs up the curve to the surge point 
once again. If no transients occur the point is stable. How- 
ever, if the transients are present the cycle will repeat 
itself again in the same manner. 

It is obvious that such a cycle of events may be accom- 
panied by large scale vibrations and by a serious loss of ef- 
ficiency. It is the object of this paper to investigate this 
phenomena of surging in a compressor by means of a water analog. 



Examination of Stability 



The following work is essentially a reproduction of that 
of Prof . E • S . Taylor in Ref . 1 . 

Figure 2 represents a centrifugal air compressor diagram- 
matic test setup. The throttle valve is provided to regulate 
pressure across the compressor. The plenum chamber provides 
an excellent space to measure temperature and pressure and 
serves to represent that space devoted to combustion chambers 
in the actual gas turbine. 

The following simplified assumptions are made to reduce 
the complexity of the problem. 

1) The density at any point in the compressor is a 
function of position only for a particular running condition 
of the compressor . With this assumption, mass flow out of 
the compressor equals mass flow into the compressor at any 
instant . 

2) Consider the process in the plenun to be iso- 
thermal. 

3) The pressure versus flow characteristic of the 
compressor is not affected by transient phenomena, or in other 
words, the compressor is assumed to be in a quasi -steady state 
of operation at all times. 

4) Friction forces are independent of time. 

Figure 3 represents a simplified system based on the 

above assumptions . The static pressure flow characteristic 
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of the compressor is supplied by eui actuator between section 
(l) and ( 2 ) . The compressor is replaced by this actuator and 
a straight pipe in which flow is incompressible and which is 
proportioned so that the rate of change of mass flow through 
the pipe produced by a pressure difference at the ends is the 
same as the rate of change of mass flow through the compressor 
for the same value of pressure difference (i.e., difference 
between the discharge pressure of the compressor and the 
pressure for equilibrium) . 

It may be shown that the pipe will be dynamically similar 
to the compressor if - 

(Ap) p tp. z (1) 

where 1 is taken in the flow direction and with no wheel ro- 
tation, A is the cross sectional area in a plane perpendicular 
to the direction of 1, and p is the density at any point. 

Writing the equation of motion (F = M&) in the pipe in 
the following manner 

where pi, P2 and p^ are pressures as shown in Fig 3 
A is the cross sectional area of the pipe 
p is the density in the pipe 
1 is the length of the pipe 

u is the velocity in the pipe (assumed uniform through- 
out pipe) . 

M c 

Since u => —jr where M is the mass flow through the pipe 
pA c 

(compressor) equation (l) may be written in dimensionless form 



- 6 - 



ft. ft - T ±frru ) 

W~W~ dt ' «7 



(3) 



where the characteristic time T of the compressor is given by 

k+l 



1~- L / ^ ) lk ' z iTfi £ 

~ K l k-tij A OLot 



(M 



where k = ratio of specific heats 
r 2 ~ outer radius of impellor 
a Q = velocity of sound at inlet stagnation temperature . 
Assuming that the process in the plenum is isothermal 
(for the sake of simplicity) the rate of change of pressure 
in the plenum may be written in the dimensionless form 






(5) 



where M is the mass flow per unit time in the orifice and 
o 



the characteristic frequency F of the plenum is given by 

C. H l ( 2 ) 7 ~t\ &2L 

h ' 7 I *+> ) yS V' /} 

whfere V = volume of the plenum 

= stagnation temperature at compressor outlet 
T q = stagnation temperature at compressor inlet 
There are two further relationships esqjressing, re- 



( 6 ) 



spectively, the characteristic of the compressor 

ft z f( 

and the characteristic of the orifice 



(7) 




The flow through the orifice is considered to respond 
instantaneously to changes in pressure. Fig. 4 is a plot 
of f 2 for a converging nozzle of unity coefficient. Fig. 5 
is a typical plot of fi, the compressor characteristic. 
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These functions are in general complicated and when sub- 
stituted in equations (3) and ( 5 ) will result in non-linear 
equations which have no analytical solution since equation (6) 
represents an experimental function. For the purpose of study- 
ing stability to small disturbances, it suffices to replace 
equations (7) and (8) with linear relationships near the equil- 
ibrium point, provided that in the near region of this point 
the two functions are continuous and have first derivatives 
that are also continuous . The equilibrium point is defined 
by the relation 




With these assumptions, equations (7) and (8) can be written 



(9) 



( 10 ) 



where 




( 11 ) 

( 12 ) 

(13) 

( 1*0 

(15) 

( 16 ) 

(17) 

(18) 



It -will be seen that X and Y are the slopes of the character- 
istic curves of the c empress or and orifice at the equilibrium 
point . 

Using the new variables £ and 
can be rewritten: 



j l 



equations (5) and (5) 



/-A - r d i (i) 

d 
dt 



UD-Hi-'i') 



(19) 

( 20 ) 



By substitution of values from (ll) and (12) equations (19) 
and (20) become 



X*i< - Yit = T dt(7‘) 

A solution of equations (2l) and (22) is 

„ bt 

7» = c,e 



(21) 

(22) 
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c t e 
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where Ci and C2 are arbitrary constants and b is given by the 
quadratic - . 



(25) 



of which the roots are 



^--z(r-r) Hi( f* t)+t(W m 

b may be real or complex and the criterion for stability 
is that the real part of b must not be positive for either root. 

If b is complex the variation in is oscillitory and 
stability is indicated when and only when 

Y T ? u 



(25) 



If b is real, stability is indicated when and only when 

f “f >0 

and the radical is not larger in absolute value than the first 
tern in equation (23) , that is when 

Y ( Y' 1 ) < O (26) 

The terms Y, F, and T are always positive quantities and there- 
fore equation (24) may be written 

X < & > o < 2 ?> 

and equation (28) gives 

X < Y < a8 > 

Therefore stability is assured if X is negative. This 
corresponds to saying that a compressor with a falling pressure - 
flow characteristic will always be stable. A rising character- 
istic is also stable if the slope X is sufficiently small. How 
large the slope can be and still maintain stability depends upon 
the circuit into which the compressor is installed. The smaller 
the volume of the plenum , the larger the permissible slope of 
the compressor characteristic . Also, the smaller the slope of 
the orifice characteristic may be with the exception that if 
X>Y instability will always result. 

The equation derived by Prof. E. S. Taylor apply to a 
gaseous fluid. However, the problem is not restricted to gases 
as such phenomena occur in hydraulic systems containing a com- 
pressor with pressure -flow characteristics similar to those of 
Fig. 5* The equations for a water system follow. 



Once again simplifying assumptions are made in order to re- 



duce the complexity of the problem. 

l) The density at any point in the system is a constant, 
hence mass flow into the compressor equals mass flow out of the 
compressor . 



2) Consider the process in the plenum to be isothermal. 

3) The pressure -flow characteristic of the compressor 
is not affected by transient phenomena. 

4) Friction forces are independent of time. 

Then using the equivalent system as in Fig. 3, it may be 
shown that the pipe will be dynamically similar to the com- 
pressor if /£ \ f / cW I 

'A p/pip* ~ JJi l A/0 /compressor 
yith the same notation as previously used. 

Writing Newton's equation of motion (F = M ) in the pipe 

£1 

(29) 



ma ■ it 



or nutting (29) in dimensionless form 

ipV£ f 3‘Vt'p 

= periphery velocity of impeller 



(50) 



where V. 

tip 

Ac = cross sectional area of pipe 
* 

Since uAc = Vc 

where Vc = rate of volume flow through compressor 
then u = Vc/Ac 

and substituting in equation (30) 



(31) 
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or 



(n-n) 






J* dt 

Equation ( 31) may be written 

$ - T" <L / 14 1 



(31) 



(32) 



where the characteristic time T of the compressor is given by 

r 

Assuming that the process in the plenum chamber is iso- 
thermal, the following development is made (see Fig. 6). 

Vty = Vftj -f V Wi (54) 

where V. = volume of plenum tank 
t 3 

V = volume of air contained in plenum tank 



W-, 



= volume of water in plenum tank 



Also - ft +f>3 



where py = pressure due to air contained in plenum 

h = height of water in plenum 
w 

p = density of water 

V 

Equation (55) may be written 

* . mJtT, . />, j 

' Kj A, 

where M = mass of air contained in plenum 
6 . 

= temperature in plenum 
R = gas constant 

Aj = cross section area of plenum 
and is as shown in Fig. 7* 

Then 3j> 3 - - SB M t + & 3L <JVw t 

Va3 At 



(35) 



(36) 



( 37 ) 



and noting from equation (34) 

Vw, = Vt } - V, i 3 

it follows that 

c? - - <)Va 3 

and substituting in equation (37) 

fi l<w * J w * 

Taking derivative of equation (39) with respect to time 

i±» z f ?2*£Ik y. /jsA 7 

dt [(Vtrv.y a 3 J dt 

and recognizing that 

qQCj . \/ - W 
<Jt ‘ Kc 

where V q = rate of volume flow out of orifice then equation 
(4o) may be written 

Equation (42) may be made dimensionless by dividing through 

1 o 

by g P v tip and rearranging as follows: 



( 58 ) 



(59) 



(40) 



(4l) 



if A) N«* T t falFb-Y- 

dt m.J ' [(V t -V w f Asjyx, W;, 

4/A £&] fi v„ 

Equation (44) may be written in the form 

if A \ plJ L-\ l7 

Ufa, AM;J 



m 



m 



(w 



where the characteristic frequency of the plenum is given by 

Ac roJtTi _ 2 k<^ 



F- , 



ft AjV iip 



(46) 
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or 



P - 6c A? f a, 

2 5. Kaj 

ro further relatic 

ipressor • \ 

A_ . f(Y±- 

' t( wJ 



- L 2$ 

Aa &>, (47) 

Writing tvo further relationships expressing the characteristic 
of the compressor 

r/vc 1 

(48) 



and the characteristic of the orifice 

ft 



^AcVtJ 



(49) 



Here once again the same assumptions are made as vith the 
gaseous fluid, namely that for the purpose of studying stability 
to small disturbances , it will stiff ice to replace equations 
(48) and (49) vith linear relations near the quilibrium point, 
with the provision that the tvo functions must be continuous 
end that their first derivatives also be continuous. Equil- 
ibrium point is"' defined as 

' h_ ) 

(50) 



and 



nt is* defined as 

(SL) a /JL ) 

lAc Vtif/ef. \A C VupJetf. 



(51) 



Using these assumptions (see Fig. 8), equation (48) and (49) 
may be written 

/ 1 H' 

h " Y, t* 



(52) 

(53) 



where 



and 



£ * ip¥ P (fwX\ 

1 5 — — ( ' \ 

L> AcVtip (Ac \kJ«L- 



(54) 

(55) 

(56) 




( 58 ) 



( 59 ) 



As the previous work showed, X and Y are the slopes of 
the characteristic curves of the compressor and the orifice 
at the equilibrium point as shown in Fig. 8. 

Substituting the new variables £ and ^ in equations (^5) 
and (32), they become 



and using the values of equations (52) and (53) then equations 
(60) and (6l) may be rewritten 



and a solution of the equations (62) and (63) is as before 

„ „ bt 

?. - *.« 

^ 

The equations are of the same type as the gaseous fluid 
equation and the same condition for stability applies. 




( 60 ) 



(61) 
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The objective cf this experimental research is to construct 
and investigate a system which is unstable at reduced mass flow 
and which will therefore experience surge phenomena . 
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III. Summary 



The water analog system was assembled as shown in Fig. 9* 
Impeller configurations as described in Equipment and Procedure 
were tested with the results described below. 

No configuration tested possessed sufficiently rising 
pressure -flow characteristics so as to cause the water analog 
system to surge. 

A summary of the DeLaval impeller's pressure -flow character- 
istics for the different configurations tested follows. 

Backward Blading 

The test data.. Fig. 10, shows the impeller to have a rapidly 
falling pressure -flow characteristic with little or not possibility 
of instability existing. Passages of the impeller were plugged 
to investigate the condition whereby different type pressure -flow 
characteristics might exist within the separate Impeller passages. 
The data indicates that the slope of the pressure -flow curve was 
not improved in so doing (see Fig. 10), but became even more 
stable, due to increased flow rates in the remaining passages. 

It is to be concluded that the impeller rotating with back- 
ward blading has rapidly falling pressure -flow characteristics . 
Separate passages in this configuration did not possess pressure - 
flow characteristics of unlike slopes. 

Forward Blading 

In this configuration the impeller has a falling pressure - 
flow characteristic (see Fig. ll). The negative slope of the 
pressure -flow curve has been considerably reduced from that of 
the backward blading. Test data indicate separate passages to 



have pres sure -flow characteristics of the same slope (see Fig. ll) . 

It is to be concluded that the impeller rotating with forward 
blading has falling pressure -flow characteristics. Separate 
passages in this configuration did not possess pressure -flow 
characteristics of unlike slopes . 

Forward Blading With Inducers 

The impeller with inducers fitted and no passages plugged 
has an almost flat pressure -flow characteristic at low flow 
values (see Fig. 12). The inducers provided a large improve- 
ment over previous impeller configurations. 

When the impeller was operated with plugged passages, the 
slope of the pressure -flow curve increased negatively. This 
again may be attributed to higher losses associated with in- 
creased flow rates of the passages in use. 

The inducers improved the slope towards that of the de- 
sired pressure-flow characteristic, but not to the extent that 
instability was introduced. 



IV. Equipment 

The equipment used for the purpose of investigating com- 
pressor surge vas designed to act as an hydraulic analog of an 
aircraft gas turbine power plant. The setup was arranged to 
provide a closed cycle system, with the reservoir open to the 
atmosphere . See Figs . 9 and 9a • 

The investigation was conducted vising water as the fluid, 
with compressibility being simulated by the air cushion provided 
in the plenum chamber. When operating, flow was delivered from 
the reservoir to a centrifugal, pump; from there it was carried 
under pressure through the plenum chamber, through a calibrated 
orifice, and finally returned to the reservoir. 

The reservoir consisted of a 96.2-gallon tank, 2.01 feet 
in diameter. Flow to the system was through a fitting two 
inches from the base of the container, through a gate valve, 
then through 4.0 feet of 2 l/2 inch pipe to the pump inlet. An 
orifice flange was provided near the center of this section of 
pipe in order to measure any reverse flow which might occur in 
this part of the system. The operating characteristics of the 
system did not, however.- require an orifice plate at this posi- 
tion for any of the impeller configurations investigated. 

The pump which was used to simulate a compressor in the 
system was a modified DeLaval centrifugal pump, originally 

✓ 

rated at a head of 90 feet, delivering 179 gallons per minute 
at 5000 rpm. The impeller was of the double -entry type, with 
axial entrances. It was fully shrouded, with an outer diameter 



of 7*06 inches, with the discharge passage 0.45 inches in width 
at the periphery. The rotor was fitted with four curved blades 
which in the unmodified form swept backwards at an angle of 10 
degrees from the tangent line at the periphery. These blades 
were so shaped as to extend over an angle of 180 degrees about 
the rotor axis between entrance and exit. See Fig. 15. 

The pump casing was of the volute type and provided no 
fixed blading to aid in the diffusion. The axially symmetric 
arrangement of rotor and seals permitted modification of the 
pump from the original backward swept vanes by simply reversing 
the shaft end-for-end. See Fig. l4. 

A systematic series of modifications were made to the 
rotor and investigated to determine their effect upon the 
characteristic curve. These modifications included the design 
and attachment of inducers to the blades at the impeller entrance. 
These were cut of brass stock and formed to a compound curve 
providing a smooth turn of flow of nearly l80 degrees from their 
point of attachment at the shaft to the point at which they 
joined the impeller blade leading edge. See Fig. 16. 

The pump was driven by a 5 -horsepower, 220 -volt, direct 
current motor, which was equipped with variable resistance in 
both the field and armature circuits, providing a wide range of 
speed control. The pump and motor were connected by a standard 
flexible coupling. A stroboscopic tachometer was used for the 
determination of motor speed, and was checked against a small 



hand-held friction -drive mechanical tachometer. 



At the pump exit the flow was directed through 20.0 feet 
of 2-inch pipe which connected with the plenum chamber 1.16 
feet from the pmp exit. The plenum chamber consisted of a 
29 -8-gallon, closed steel tank, 1.0 feet in diameter. This 
tank was fitted with a sight glass and provided with a valve at 
the top which made it possible to control the height of the 
column of water within, hence the remaining volume of air in 
the tank. The valve was adapted to take a high pressure airline, 
so that air under pressure could be used to adjust the water 
level while operating. 

Beyond the plenum chamber 18.84 feet of 2-inch pipe re- 
turned the flow to the reservoir, where delivery was made be- 
neath the surface in order to avoid trapping air bubbles in 
the water, and to provide a closed flow of the working fluid 
to the same ambient conditions as at the start of the cycle. 

A globe valve in the return line provided an adjustable ori- 
fice for the system, and a fixed orifice with manometers was 



installed to meter the flow. 



V. Procedure 



The variables available in the test procedure were con- 
siderable in number. In the inlet system the total pressure 
was controlled by adjusting the head of water in the reservoir 
or by the position of the gate valve. At the pump, the revol- 
utions per minute were controlled by means of the available 
field and armature resistance in conjunction with the use of the 
stroboscopic tachometer. The volume of air in the plenum 
chamber was controlled by adjustment of the height of the water 
column therein, and the rate of flow of the system was adjusted 
by means of the globe valve. This rate of flow in turn deter- 
mined the pressure ratio across the valve, which fixed the pump 
exit pressure, for a given pump speed. 

The procedure consisted of a systematic investigation of 
the characteristic curves obtained with the several impeller 
modifications studied. Since comparative performance curves 
were desired, all runs were made at the same pump speed. In 
addition, the plenum air volume and reservoir head were closely 
controlled. It was necessary to operate at a pump speed of not 
over 1280 rpm in order to have adequate power to be able to 
reach this speed at all pump loads. 

Each run was made starting frcm a fully -opened position 
of the adjustable orifice (globe valve) . Starting at the full- 
flow position allowed the system to be purged of air at the 
start of the run, and provided continuous purging down to 
shut off. From the fully -opened position the valve was closed 



by increments . For each valve setting, readings were taken of 
p Q , the pump inlet total pressure; p Q ^, the pump exit total 
pressure ; p^ 1 , the pressure in the air chamber above the water 
level in the plenum chamber; h , ,the height of the water level in 

W 

the plenum chamber; and manometer readings to determine rate of 
flow. These were recorded (see Tables I through IX) and the re- 
sults presented in the form of curves . See Figs. 10 to 12. 

After reaching the shut-off position of the valve, the run 
was continued by opening the valve by increments to the fully- 
opened position. The time at shut-off was held to a minimum, 
for it was found that even a small leakage of air through the 
pump shaft packing tended to accumulate within the pump casing 
at the no -flow condition. By moving through shut-off with a 
minimum of delay, reproducible results were obtained. 

In order to completely investigate the characteristics of 
the system and its modifications, runs were made with the rotor 
installed in the unmodified manner, with the blades swept back- 
ward; with the rotor reversed so that the blades swept forward; 
with forward swept blades and inducers added to the impeller 
entrance blading. For each of these blade modifications further 
study was made of the effect of blocking the flow in certain 
passages between the blades. The plugs were formed by filling 
the selected passages with paraffin. Runs were made in each 
of these configurations. 



VI. Results and Discussion 



In order to verify the analytical expressions indicating 
the stability of a compressor system which were derived in the 
Introduction , it was necessary to modify an existing pump in 
such a manner as to cause it to produce an unstable character- 
istic curve, i.e., one in which the pressure increases with in- 
creasing mass flow. This problem proved to be of such propor- 
tions that the major part of the experimental investigation was 
directed at it alone. 

A study was first made of the characteristics of the un- 
modified pump, operating at a fixed speed. The results were 

p 

plotted as a curve of - — ^ — versus r— — . These results 

£_ v 2 \ 

2g tip tip 

served as the basic values to which all the later obtained re- 
sults were compared. A stable characteristic was found for 
this configuration, which proceeded nearly linearly downward 
from a shut-off pressure equal to 93* 1 *# of that theoretically 
available. Since certain leakage was unavoidable within the 
pump casing, from the high pressure to the low pressure side of 
the impeller, these results were felt to verify the accuracy of 
the instruments and procedures used. See Fig. 10 and Table I. 

Further investigation of the characteristics of the pump 
with the impeller mounted with backward curved blades , but with 
certain individual passages filled so as to prevent flow caused 
the slope of the characteristic curve to become even more nega- 
tive. This was felt to be caused by the higher losses associated 



with the increased rate of flow necessary through the remaining 
active passages . In every configuration which was studied, an 
increase in the number of plugged passages caused a similar in- 
crease in the negative slope of the characteristic curve. See 
Fig. 10. 

As a result of those runs made with passages plugged, it 
may be stated that no passage was found to be unlike the otherB 
in that it carried back flow while the remainder carried normal 
forward flow. Any back flow which took place was distributed 
equally among each of the impeller passages. 

By reversing the rotor end -for -end in the pimp casing, it 
was possible to operate the unit with forward curved blades in 
the impeller. The theory of centrifugal pumps predicts a rising 
curve of pressure versus flow for such a configuration. See 
development in the Appendix. The results obtained show an im- 
provement in the slope of the characteristic curve, but not to 
the extent of causing it to become positive. See Fig. 11. The 
failure of the experimental results to approach predicted values 
was believed due to poor matching of the blade angles at the im- 
peller entrance to the flow direction at that station. See 
Fig. 17. Investigation of the variations caused by filling 
certain of the impeller passages so as to prevent flow therein 
gave results which served to confirm those previously found 
for the backward swept blades. An increasing number of plugged 
passages gave an increasingly negative slope to the characteristic 
curve, which was nearly linear in all cases. 



In order to Improve the matching of blade angle to flow 
direction at the impeller entrance, inducers were fitted to the 
impeller at the entrance. (See Fig. 16 ) . 

Results obtained with this configuration were the most 
satisfactory of the investigation. See Fig. 12. A very slightly 
rising characteristic was obtained over a limited range of flow. 
The slope was so nearly horizontal, however, that surge could 
not be forced to occur. 

Again, the filling of certain passages gave further con- 
firmation to previous conclusions as to the flow through in- 
dividual passages . 

A presentation of the results for the three basic configu- 
rations; backward blades, forward blades, and forward blades with 
impellers, is given in Figs. 10 through 12. In addition, Fig. 18 
summarized the overall results by combining all curves on a 
single page. It may be seen that the use of forward curved 
blades and the incorporation of inducers caused improvements 
in the shape of the characteristic of the pump. Neither, how- 
ever, were sufficient to produce sufficient instability as to 
cause the system to surge. 

It may also be seen that forcing the flow through a lesser 
number of passages in every case caused the slope to became in- 
creasingly stable, and indicated that flow through all channels 
was substantially the same in nature. 



VII . Conclusions 



An analytical investigation of stability in an hydraulic 
system has been shown to reduce to expressions equivalent to 
those obtained for a gaseous fluid compressor system. The 
ability to study surge in a compressor through the use of an 
hydraulic analog is expected to extend the field for experi- 
mental investigation. 

The limited experimental, investigation performed with 
the hydraulic system which was built provided data only within 
stable operating regions. This data served to verify qualita- 
tively centrifugal pump theory, especially with regard to the 
effect of the blade shape on the variation of exit pressure 
with flow rate . 

The investigation showed that when operating within the 
stable range there was no indication that flow through any im- 
peller passage was reversed or dissimilar to that through all 



passages . 



VIII. Recommendations 



The design of a new impeller is shown in Fig. 21. The 
incorporation of such an impeller in conjunction with a diffuser 
as 6hown in Fig. 23 is predicted to give the desired pressure 
flow characteristic. Insufficient time available prevented the 
authors from thoroughly investigating the characteristics of 
such a configuration in this paper. It is therefore recommended 
that study and tests he continued on such an impeller and dif- 
fuser . 

The drive mechanism of the pump as installed provides a 
rather limited speed range. It is recommended that a belt 
pulley drive be incorporated so as to extend the operating 
range of the centrifugal pump. The incorporation of metering 
equipment to measure power supplied to the electric motor is 
recommended. Such an arrangement would allow an overall 
measurement of pump efficiency. 
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Appendix A. Instrumentation 



The instrumentation used included standard type pitot tubes 
installed at the entrance and exit to the pump for measurement 
of p and P 02 * These tubes consisted of l/4-inch copper tub- 
ing total head pickups placed at the geometric center of flow 
at these stations, and positioned so that their openings faced 
squarely into the flow. 

The measurements of p Q ^ were made using a column of water 
to indicate pressure. Measurements of p Q ^ were made with a 
standard bourdon tube pressure gage calibrated from 0 to 30 psi. 

The pressure of the air in the upper part of the plenum 
chamber was measured by a standard compound bourdon tube pres- 
sure gage calibrated from minus 15 to plus 30 psi. 

Flow measurements were made using a 2-inch orifice fitted 
into a standard orifice flange in accordance with ASME standards. 
The pipe ends were fitted flush with the orifice plate and 
pressure taps drilled through the pipe to correspond to those 
in the flanges. The fluid used in the associated manometer 
was water. Calculations relating the manometer reading to the 
rate of mass flow are included in the Sample Calculations. 

The height of the water level in the plenum chamber was 
observed on an attached sight glass. Readings were taken in 
inches above an arbitrary zero. To refer them to the system 
base, which is the horizontal plane through the center of the 
pump inlet and exit, an additional 13*0 inches must be added. 

Speed control of the motor was maintained through the use 



of a General Radio Company Strobotac . Reference lines for use 
with this instrument were marked on the end of the motor ccmuta- 
tor. In addition, in order to avoid the possibility of mis- 
takenly identifying a multiple of the correct speed, a small 
hand-held friction -driven tachometer was used when initially 
getting set up for a particular set of runs. 



Appendix B. The Impeller 

In order to construct a hydraulic system which would surge, 
it was necessary that the centrifugal pump impeller possess a 
pres sure -flow characteristic as shown in Fig. 5- 

In general, it is possible for impellers to have blades of 
three types, namely, forward, radial, or backward -curved vanes. 

Since the flow into the inlet may be considered as radial 
so that V =0, the virtual head for an impeller with an infinite 
number of vanes may be written as : 



H - j ^ ^ a) 

where u 2 = wheel tip speed 

V = component of the absolute velocity in the direction 
u 2 

of u 2 . 

Various conclusions can be drawn from equation (l) . Consider 
the impeller rotation speed N constant, then the tip speed u 2 is 
a constant. 



From Fig. 19 it can be seen that 

^ = Ul ' 



where V = radial component of absolute velocity V 2 

?2 



p 2 = outlet angle between u 2 and w . 

2 




( 2 ) 



(3) 

(*) 



and 



From equation (4) it follows then that as the flow rate 

changes during constant speed operation, V is the only variable. 

r 2 

The impeller outlet area is constant, hence V is directly pro- 

portions! to the flow rate, and the head versus flow rate curve 

will be a straight line. Fig. 20a shows the outlet velocity 

diagram for an impeller having an outlet angle p 2 ° less than 

90° (backward curved) . It can be seen that V / tan |3 2 is directly 

proportional to V , and it then follows that the head must de- 
r 2 

crease with an increase in V or flow rate. 

V2 

Fig. 20b shows the outlet diagram for a radial impeller, 

0 2 being 90°. For this type impeller, V /tan 90° is equal to 0, 

r 2 

hence the head is constant with varying V or flow rate . 

^2 

Fig. 20c shows the velocity diagram for an outlet angle p 2 

greater than 90° (forward curved) . Since tan fi 2 is in this case 

negative, then the head must increase with V or flow rate. 

r 2 

The resulting head versus flow curve is shown in Fig. 15- The 
De Laval impeller provided an excellent opportunity to investigate 
the effect of p 2 on the pressure -flow characteristic. The im- 
peller and shaft unit were axially symmetrical and could therefore 
be reversed in the pump casing simulating a change from 0 2 K. 90° 
to a condition of p 2 >90°* The results of such tests are dis- 
cussed in Section VI. 

When the DeLaval impeller failed to produce the desired 
characteristic, an investigation of the separate passages within 
the impeller was conducted. The purpose of such tests was to 
determine whether there was circulation in the impeller passages, 



and whether individual passages had pressure -flow characteristics 
of unstable slopes. If such a situation were to exist it would 
be possible for reverse flow to occur in particular passages (a 
condition for surge) and ^ret have the overall pump characteristic 
operating on a falling pressure -flow curve. The results of such 
tests are as shown in Section VI. 

An examination of the inlet conditions to the DeLaval im- 
peller running with forward curved vanes revealed that poor en- 
trance conditions existed (see Fig. 17). The actual entering 
absolute velocity Cj, is nearly radial, possessing only a small 
component in the u direction due to prerotation. The required 
Ci, as shown in Fig. 17, is seen to have a C component in ex- 
cess of u x . This represents an impossible requirement unless 
prerotation is supplied by a separate source . However, it is 
clear that the velocity triangle can be measurably improved by 
the addition of inducers (see Fig. 16) to supply a prerotational 
whirl to the fluid. The restilts of adding such inducers are 
discussed in Section VI. 

The DeLaval impeller as tested in its various configurations 
failed to produce the desired pressure -flow characteristic. A new 
impeller and shaft was designed to replace the DeLaval impeller. 
The blade angles were maintained at f3 = 90° and the number of 
vanes was increased from four to twelve. The impeller is shown 
in Fig. 21 . Fig. 22 as taken from Stepanoff in Ref. 2 indicates 
that such an impeller will produce a sheet of head H that is 

5 

0.84 of the maximum head H 

max 



Appendix C . Diffuser 
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Investigation of the need of an externally mounted expand- 
ing section at the pump exit were made by inserting a pitot 
tube into the stream at various distances beyond the pump exit 
flange. No appreciable difference in total pressure was appar- 
ent from a station well within the pump casing to a position 
several feet downstream. All pressure losses apparently took 
place within the pump casing. 

The diffuser used with the radial vaned Impeller was for 
this reason designed as a vaned type which would fit within 
the casing, around the periphery of the radial vaned impeller. 
See Fig. 23. 



Appendix D. Sample Calculations 



Calculation of Flov through Standard Orifice 

The flow through an orifice may be expressed in the fora 



where 

Q = volume of flow in unit time 

= coefficient of volume, a function of Reynolds numbe 
Ap = pressure difference across orifice 
w = weight density of fluid flowing through the orifice 
Ah = head on manometer measuring Ap (inches) 
w q « weight density of manometer fluid 



Impeller Characteristics 

Pi = inlet pressure, lbs per square foot 

Vi = specific volume 

Vi = inlet velocity, ft per second 

u 2 = impeller tip speed, ft per second 

V. = component of absolute velocity in direction of u 2 
"2 

p2 = outlet pressure, lbs per square foot 
v 2 = specific volume 
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For the specific system (see Fig. 19) wherein 
N = 1280 rpm 

= radius tip impeller = 3*56 inches 

D i = diameter inlet = 2 l/2 inches 

D = diameter outlet = 2 inches 
r 

Q = flow rate, cubic feet per sec. 

V = radial component 'of V 2 to impeller, ft per sec. 
w = width of outlet area at impeller periphery ft 2 
W 2 = relative velocity, ft per sec. 



then 



U z - ra) * 3Jb x ZttjJZso _ 3<)8 

!Z 60 /*ec. 



V.'f.Q 



29.3 Q ft/ se< . 



JL (±sj z 
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c 4 / 44 
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= IS. lz Q ft/sec.. 



e 



so then: 

VS 



Ui + '±219 = a, +18.3Q 



U Ul + it/6- 1758 

Substituting into equation (4) 

fL.f. &£( in 1 - 4*8 l ) 4 $UpW)£ + til 

Z y 1 j 3 

fc.p, . £ ^giO-Z/ooJO* 4 U40Q -f2U t l J 

ft-}' £ f 6240 Cl ~ I24 oO‘-3/7oJ 

fk-t. - kL± ) ^Z40Q-'240Q l -3no j 

hoSO Q- IZOZQ 1 4 3010 

Equation (5) is plotted by substituting values of Q. and 

is shoun in Fig . 2h . 

Pa - Pi lbs/ft 2 
5070 
7918 
10562 
10402 
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Appendix E 



The radial impeller (see Fig. 21) was operated with and 
without the diffuser which is shown in Fig. 25. The curves are 
as shown in Fig. 25. 

The preliminary tests indicate the Q-H curve at 1280 rpm 

v 

to be considerably flattened. It is interesting to note that 
the c tirves are in excellent agreement with Fig. 15. The dif- 
fuser as designed shifted slightly within the compressor casing 
and did not operate at maximum effectiveness. The redesign of 
such a diffuser is recommended by the authors . 

The impeller design is definitely an improvement over the 
DeLaval type. Investigation should be carried out at varying 
operating speeds in conjunction with a new diffuser design. If such 
investigation fails to produce the desired instability, it is re- 
commended that the blades be replaced with forward blading main- 
taining the same inlet conditions as are now present. 
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EXPERIMENTAL RESULTS, UNMODIFIED ROTOR 
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TABLE II 

EXPERIMENTAL RESULTS, BACKWARD CURVED BLADES, 
TWO PASSAGES BLOCKED 
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TABLE III 

EXPERIMENTAL RESULTS, FORWARD CURVED BLADES 
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TABLE IV 

EXPERIMENTAL RESULTS, FORWARD CURVED BLkDEo, 
ONE PASSAGE BLOCKED 
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TABLE V 

EXPERIMENTAL RESULTS, FORWARD CURVED VANES, 
TWO PASSAGES BLOCKED 







& 


V>W 




Q 


ipi 


g._ 

k\Jt 


.483 


o.q 


o.3 


18.4 


1.4 


3.54 


.08b 


• IIS 


.483 


o.9 


o.s 


181 


b.4 


3.88 


.085 


.199 


.419 


to 


o.l 


18.9 


5.8 


3.14 


•095 


.191 


.419 


l.l 


o.8 


19 3 


5.0 


8.91 


. 105 


• lib 


.415 


1.3 


l.o 


19.8 


4.1 


8. 54 


.184 


. IbO 


•411 


17 


1 . 8 . 


80.0 


3.8 


8.33 


.Ibl 


.141 


44»8 


1.9 


1.4 


80.1 


8.b 


8.10 


.181 


• HI 


•4M* 


80 




803 


8.8 


1.93 


.190 


.111 


.4t4 


8.3 


1.9 


80.1 


l.S 


159 


.119 


.091 


.451 


8.8 


8.1 


81.1 


0.3 


Ub 


.155 


. 010 


.453 


3.3 


8.1 


81.9 


0.3 


Oil! 


.314 


• 043 


449 


4.0 


3.1 


885 


0.0 


o.o 


381 


o.o 


.449 


4.0 


3.1 


81.5 


o.o 


0.0 


. 381 


O.o 


.4fel 


8.8 


8.8 


81. | 


0.9 


1.83 


. IbW 


.015 


.4bb 


8.5 


8.0 


80. S 


8.0 


1.34 


.138 


. Ill 


4t>8 


8.0 


1.1 


80.1 


3.15 


8.31 


l90 


141 


.410 


lb 


1.1 


19.3 


4.4 


8.13 


.151 


. 1 bfc 


.415 


18 


1.0 


19.1 


5.5 


3.0S 


.114 


.1 8S 


411 


11 


0.8 


I8.fc 


t-7 


3.31 


.loS 


. 104 


419 


1.0 


0.3 


18.3 




3.59 


.095 


.118 



TABLE VI 

EXPERIMENTAL RESULTS, FORWARD CURVED BLADES, 

INDUCERS ADDED 







*3 


Vi w 


d\y 


Q 




To? T 




.443 


4.b 


3.4 


\4.b 


o.o 


0.0 


.438 


oo 


48b 


4.1 


3.4 


141 


0.6 


Ub 


446 


oio 


414 


46 


3.4 


14.4 


l.l 


143 


.451 


.117 


.415 


5.0 


4.1 


lo. 1 


3.1 


1SI 


•41b 


. 1 51 


.411 


5.0 


4.\ 


lo.l 


4*7 


161 


41b 


111 


4bS 


4.4 


4.o 


m 


b.b 


3.34 


.4bb 


. 103 


.454 


45 


3.4 


14.5 


4S 


4.01 


.418 


• 144 


.450 


4.0 


3.1 


18 b 


13.1 


4.11 


.361 


28b 


.443 


3.5 


30 


18.1 


Ib.S 


5.30 


.333 


311 


.416 


3.4 


3.0 


16.3 


13.0 


b.is 


.311 


314 


. 440 


5.1 


4.3 


14.3 


0.0 


0.0 


• 485 


o.o 


.440 


5.\ 


4.1 


142 


1.0 


1.30 


•485 


oi4 


46b 


5.1 


4.1 


141 


3.3 


131 


485 


.144 


.414 


5.1 


4.1 


141 


S.4 


3.U> 


.465 


.141 


.411 


4.5 


4.0 


18-4 


1.3 


3b4 


.418 


.211 


.4b3 


4.3 


3.b 


16.1 


10.1 


4.14 


. 4o4 


• 1SI 


.4bl 


3.6 


3.1 


H.3 


13.1 


4.1\ 


• 3bl 


• 28b 


.450 


3.3 


14 


\b.4 


ni 


5.40 


• 3\4 


.326 


.431 


3.1 


1.6 


1 b.l 


11.4 


b.\1 


.305 


.374 


. 4\4 


3.1 


16 


Ib.l 


lb.0 


b.b 4 


• 305 


.403 


. 403 


3.1 


1.6 


\u.1 


184 


loo 


.305 


•425 


. 365 


3.3 


1.6 


\b.8 


31.4 


1.30 


-314 


.443 

— 



TABLE VI 

EXPERIMENTAL RESULTS, FORWARD CURVED 3 LADES , 

INDUCERS ADDED 







r» 


V\v| 


Ah 


Q 


, f iT 


a\£ 




.4-10 


3.8 


3.0 


\8.o 


2S8 


8.8o 


. 382 


.400 


• 4lV> 


3.5 


2.4 


18.0 


2-0.1 


5.84 


.333 


.354 


4so 


40 


3/2 


18.5 


14.1 


4.84 


.381 


341 


.48* 


4.4 


31 


\4o 


tl.S 


4.41 


.414 


.288 


.488 


4.1 


3.4 


14.5 


1.4 


3.l»l> 


.441 


.222 


• 415 


4.4 


4.0 


14.3 


5.5 


ZJbS 


.ALL 


.185 


• 483 


4.4 


4.\ 


2.0.0 


4.0 


2.bo 


• 488 


. 158 


.440 


s.o 


4.\ 


2.0.1 


ZZ 


1.43 


.418 


•HI 


.440 


5.0 


4.1 


2.0.0 


0.1 


111 


.418 


oil 


.440 


5-0 


4.1 


3o.l 


o.o 


0.0 


.418 


0.0 


440 


4.4 


4.1 


2.0.0 


0.0 


0.0 


.ALL 


0.0 


.44o 


5.0 


4.\ 


14.4 


o.4 


1.2.3 


.418 


.015 


.440 


5.0 


4.1 


148 


M 


1.43 


.418 


.111 


•488 


4.4 


4.1 


14.1 


38 


2.S4 


.ALL 


.154 


.415 


4.1 


4.0 


148 


8.3 


331 


. 4+1 


• 148 


. 488 


4.5 


3-4 


14.2. 


44 


3.44 


.429 


.242 


.454 


4.2. 


3.8 


188 


14.0 


4.88 


.400 


245 


. 443 


3.8 


3.0 


18.0 


14.3 


5.12. 


343 


347 


.401 


3-1 


30 


n.q 


310 


8.1 (o 


.352. 


410 



TABLE VII 

EXPERIMENTAL RESULTS , FORWARD CURVED BLADES , 
INDUCERS ADDED, ONE PASSAGE 

BLCCftSP , 







Y* 


h w 




Q 


P.i 


3 


tpV t l 


AVt 


.450 


z.z 


t.s 


lib 


20.4 


5.88 


.209 


.351 


.450 


zz 


1.5 


2\.b 


18.1 


S.b3 


2o9 


• 342 


• 459 


23 


\b 


2\1 


is.s 


5.14 


2t9 


.3\2 


4b\ 


2.4 


1.8 


21-9 


\2b 


4.80 


.228 


.29\ 


4t8 


2.4 


\9 


22.0 


\o.o 


4.»2 


.228 


.250 


.411 


IS 


2.0 


22.0 


18 


3b4 


.238 


.221 


.419 


25 


2.0 


22. b 


b.o 


3.\9 


.238 


.194 


• VN 


2 b 


2.0 


22. b 


4.4 


213 


.241 


.\bb 


.483 


29 


22 


23.0 


3.4 


2.40 


• 21b 


. 14b 


.4*3 


32 


2.4 


23.0 


2.1 


\89 


.304 


• 115 


483 


3-5 


2 b 


23.3 


t>9 


1.23 


.333 


.015 


. 483 


3.1 


2.9 


23. S 


0.0 


0.0 


.352 


o.o 


483 


3.1 


29 


235 


o.o 


o.o 


.352 


0-0 


. 483 


35 


28 


23.4 


\.o 


1.30 


333 


.019 


. 419 


3.4 


28 


23.2 


20 


\.84 


.324 


• III 


.415 


3.2 


2.5 


23.0 


3.5 


2.44 


.3oS 


.148 


•411 


3.0 


2.3 


22.1 


5.2 


2.91 


• 28b 


180 


.4b8 


25 


1-9 


22- O 


1.2 


3.50 


.238 


.212 


.4t>8 


2-3 


1.8 


21-9 


w.o 


4.32 


. 2 tq 


. 2b2 


.459 


2.3 


1.8 


2V.8 


13.9 


4.8b 


.219 


.295 


.454 


22 


\-l 


2\8 


n.2 


S.40 


.209 


.328 


.443 


2.2 


l.b 


2\b 


20.9 


5.9S 


2o9 


.3bl 



TABLE VIII 

EXPERIMENTAL RESULTS, FORWARD CURVED BLADES, 
TWO PASSAGES BLOCKED, INDUCERS ADDED 





ir^v 




bw 


4h 


Q 


iW 


_5L 

KVt 


.3b9 


to 


o.l 


20. S 


10.9 


4.30 


.o95 


.2fel 


. Sb5 


to 


0.1 


2o.& 


103 


4.17 


.095 


.253 


. 3b 1 


t. 1 


o.2 


21. 0 


9.2 


3.9 s 


. los 


.240 


. 3b 1 


1.3 


o.s 


212 


1.4 


354 


• 124 


.215 


. 5b 1 


1.4 


O.ft 


21.4 


b.O 


314 


.133 


.194 


. 3bl 


t.s 


o-9 


2l.t> 


3.0 


241 


.143 


•m 


. 3bl 


i.8 


1.1 


22.2 


3-1 


250 


• 111 


.152 


. 3bl 


21 


is 


22. fe 


20 


184 


.210 


.112 


. 3bl 


2.4 


1-8 


23 v o 


13 


1.49 


.228 


.o9o 


.3bl 


l.b 


1.9 


23.0 


0.4 


0(2 


.248 


050 


• 3b| 


2-7 


2.0 


23.1 


0.0 


o.o 


• 2S7 


0.0 


. Ibl 


2.1 


2.0 


23.1 


O.o 


0.0 


.257 


0.0 


.3bl 


2.5 


1.9 


22.9 


°1 


1.09 


.238 


.Obfc 


. 3b 1 


2.4 


\.8 


i2.9 


1.4 


1.54 


.228 


094 


. 3b 1 


2.3 


M 


228 


2.2 


1.43 


.219 


.111 


. 3b 1 


2.1 


1.4 


22. S 


3.t> 


2.47 


.200 


150 


. 3b 1 


1.8 


1.2 


220 


4.8 


2.8S 


HI 


113 


• 3bl 


1.4 


0.9 


21.4 


5-1 


3.11 


.133 


•189 


SbS 


1.2. 


01 


21.0 


b.8 


3.40 


.114 


• 2ob 


.3b9 


1.1 


o.t 


21.0 


9.2 


3.4S 


.106" 


.240 


. 3bS 


\.o 


OS 


2o.q 


lo.4 


4.20 


.095“ 


255 


.3bl 


lo 


o.s 


208 


11. 1 


4.34 


•09 S 


2b3 



TABLE IX 

EXPERIMENTAL RESULTS, FORWARD CURVED BLADES, 
THREE PASSAGES BLOCKED, INDUCERS ADDED 





f** 








Q 


t pv t x 




.440 


o.i 


O* 


18.1 


1.6 


1.18 


• ool 


.131 


4qt 


o.l 


O* 


165 


IS 


1.0b 


.ooq 


.US 


.48b 


o.l 


0.1 


183 


1.1 


1.33 


.oo9 


•Hi 


. 48b 


o.i 


0.1 


13.3 


l.b 


l.bS 


.o\q 


. loo 


.48b 


0.8 


o.l 




1.1 


1.43 


.01b 


.037 


48b 


\.o 


0.3 


io\ 


11 


1.3b 


. oqs 


.083 


•48b 


1.1 


O.S 


10.3 


0.3 


1.1b 


. 105 


oio 


48b 


\.3 


ol 


io.b 


0.5 


o.qi 


• 114 


• OSb 


.48b 


1.5 


\.o 


10.6 


0.1 


0.56 


.143 


• 03S 


.488 


1.0 


1.3 


11.0 


0.0 


0.0 


ISO 


0-0 


.483 


3.0 


1.3 


ll.O 


0.0 


0.0 


.iqo 


o. o 


.4<*0 


lb 


1.1 


10.1 


0.1 


O.S6 


• 151 


03S 


.48b 




1.1 


10.3 


03 


0.11 


.Ibl 


043 


. 46b 


l.b 


1.1 


10.8 


0.5 


o.qi 


. 151 


.OSb 


.46b 


1.4 


1.0 


lo.s 


0.3 


1.1b 


133 


. 010 


46b 


1.3 


0-3 


lai 


1.1 


1.3b 


• 114 


• 033 


.46b 


\.o 


03 


^.5 


l.b 


l.bS 


.oqs 


loo 


.46b 


0.6 


0.1 


\q.o 


i.q 


i.iq 


.047 


. \oq 


.46b 


0.1 


0* 


13.5 


1.4 


1.01 


.ooq 


. 123 


•48b 


0* 


0* 


183 


1.6 


1.16 


o + 


. 131 



TABLE X 

EXPERIMENTAL RESULTS, RADIAL VANED IMPELLER 



ipoi 




Y% 


h w 


Ah 


Q 


far" Wl 


_Q_ 

AVt 


v“ vr 


zss 


10.5 


4.4 


38.4 


\3.0 


4.84 


\ 

•411 


• 385 


.181 


10.4 


45 


38.4 


4.4 


4.10 


• 484 


.244 


.343 


10.5 


4.8 


38-5 


t.s 


3.33 


.411 


2o2 


.34 b 


to-1 


4.8 


28S 


3.8 


254 


•44o 


.154 


.300 


lo.fc 


4.8 


385 


3.1 


1.84 


\.000 


.ns 


.303 


10.4 


\o.o 


38.8 


0.1 


\.oS 


\.o\o 


.OfcS 


.301 


n.o 


\0.| 


18.1 


0.0 


0.0 


\.DLO 


0.0 


.303 


10.8 




38.8 


TO 


\.30 


1.000 


•014 


. 3oo 


\0.to 


4.8 


38.5 


3-4 


2-Sl 


.480 


• 158 


•348 


lo.s 


4.1 


38.5 


1.1 


3.41 


• 4lo 


• 311 


• 285 


10.4 


4.s 


38.4 


1 3.1 


4- 84 


•481 


•384 


^11 


\0.4 


4-3 


38.3 


n.o 


5.31 


• 485 


•338 




TABLE XI 



EXPERIMENTAL RESULTS, RADIAL VANED IMPELLER 



PLUS DIFFUSER 





V*v 


Y* 


Vi 


Ah 


Q 




Q 


LP V V E 


/W t 




lO. 1 


3-5 


16.1 


n.s 


b.it 


.3io 


.410 


.41b 


\o.l 


%b 


18.3 


10.1 


s.&s 


.330 


.355 


.430 


10.1 


%H 


18.6 


lb. 3 


S. lb 


•330 


.313 


.433 


10-1 


%<\ 


18.9 


14.0 


4.31 


•3i3 


.135 


.431 


\ 0-3 


3.3 


\3.0 


111 


4.4b 


•340 


• 111 


.433 


10-1 


3.3 


i3o 


%Z 


3-3b 


.311 


.140 


.44\ 


1 0.3 


33 


13. 1 


1.4 


3.S4 


.340 


.115 


.443 


10.4 


10.0 


i3.l 


S.b 


3.08 


.343 


.181 


.443 


\0.4 


10.1 


19.1 


4.1 


lb4 


.348 


.IbO 


.446 


\0.5 


10.1 


19.4 


l*b 


1.10 


.351 


• 111 


.4 SO 


10-b 


lo.l 


i3-s 


1.1 


1.43 


• 3bb 


. 08 b 


. 4S0 


10.1 


10.3 


l S.to 


0.3 


0.11 


•3lb 


.043 


• 451 


10.1 


10.4 


13-8 


o.o 


0.0 


•335 


0-0 


.450 


10.5 


10.1 


13.5 


Ifo 


IbS 


•351 


• loo 


.450 


10.4 


lo.l 


13-3 


3.b 


1.41 


.346 


• 150 


. 446 


10.3 


10.1 


\%z 


5.3 


3.00 


.333 


181 


.446 


10.3 


10.1 


13-1 


1.1 


3.41 


.333 


.111 


.441 


10.1 


10.0 


13-0 


10.0 


4.11 


.313 


.150 


.434 


10-3 


loo 


\%o 


13.3 


4.15 


.341 


.188 


.413 


\o.l 


3.8 


16.3 


18.8 


S.bS 


.331 


.343 


.41 1 


10.1 


3.5 


l&.b 


14. b 


b.4b 


•313 


• 331 




DISCHARGE PRESSURE 




FIG. I PERFORMANCE CURVE FOR A TYPICAL 
CENTRIFUGAL COMPRESSOR 




FIG. 2 DIAGRAMMATIC COMPRESSOR SET-UP 



.ACTUATOR 




PLENUM 


L 


© i © pipe 




ORIFICE 


r 






FIG. 3 ANALOGUE OF COMPRESSOR TEST 


SET-UP 




FIG. 4 ORIFICE CHARACTERISTICS 




m* 

FIG. 5 STATIC COMPRESSOR CHARACTERISTICS 




FIG. 6 



HYDRAULIC ANALOGUE 




V 
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C TIP 



FIG. 8 LINEARIZATION NEAR EQUILIBRIUM POINT 



manometer 




FIG. 9 SCHEMATIC EXPERIMENTAL TEST SET-UP 




,1 













FIG. 9-a VIEW OF EXPERIMENTAL TEST SET-UP 




FIG. 10 

EXPERIMENTAL RESULTS, 
BACKWARD CURVED BLADES 




FIG. II 

EXPERIMENTAL RESULTS, 
FORWARD CURVED BLADES 




AV t 



FIG. 12 

EXPERIMENTAL RESULTS, 

FORWARD CURVED BLADES AND INDUCERS 





FIG. 13 VIEW OF IMPELLER 












< 










FIG. 14 VIEW OF OPENED CASING AND IMPELLER 




FIG. 15 HEAD CAPACITY CURVES FOR 
VARIOUS OUTLET ANGLES ft 





FIG. 16 VIEW OF IMPELLER WITH INDUCERS ATTACHED 



BLADE 




FIG. 17 



ENTRANCE VELOCITY DIAGRAM 
TO DELAVAL IMPELLER 



FIG. 18 

SUMMARY OF EXPERIMENTAL RESULTS 




AV t 




FIG. 19 CENTRIFUGAL PUMP 
CHARACTERISTICS 



a 




FIG. 2 0 A OUTLET VELOCITY DIAGRAM < 90° 





FI G. 2 OB OUTLET VELOCITY DIAGRAM = 90° 




FI G. "20C 



OUTLET VELOCITY DIAGRAM/^ > 90° 
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FIG. 21 RAO I A L IMPELLER DESIGN 
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FIG. 21 RADIAL IMPELLER DESIGN 
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FIG. 22 CONDITIONS FOR A STABLE 



Q-H CURVE 




T 

uz" 

I 



FIG. 23 
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THEORETICAL IMPELLER 
CHARACTERISTICS FORWARD BLADING 



FIG. 25 

EXPERIMENTAL RESULTS, 
RADIAL VANED IMPELLER 
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